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SUB J : CONFERENCE ON INFORMATION IN SCIENCE AND TECHNOLOGY IN 
LATIN AMERICA 

REF: A) STATE 9518; B) BRASILIA 228 

1 . DESPITE EARLIER ASSURANCES OF INTEREST AND AVAILABILITY, 

DR. LUIZ DE CASTRO MARTINS OF SECRETARIAT FOR INDUSTRIAL 
TECHNOLOGY CANNOT ACCEPT INVITATION TO ATTEND SUBJ CONFERENCE. 

2. INVITATION TO DR. JOSE ADEODATO SOUZA NETO BEING EXTENDED 
THROUGH AMCONSUL SALVADOR. NO WORD ON ACCEPTANCE YET. 

3. ALTERNATE FUNDED CANDIDATE DR. HENRIQUE SILVEIRA DE ALMEIDA 
VISITING U.S. ON BUSINESS FOR SAO PAULO STATE COUNCIL FOR 
TECHNOLOGY UNTIL END OF FEBRUARY. ALMEIDA WILL BE AT MIT (617- 
253-1383) UNTIL SATURDAY JAN 24. IN CALIFORNIA (415-325-9856) 

FOR ONE WEEK, RETURNING TO MIT ON FEB 1 . WE BELIEVE HE MIGHT BE 
AVAILABLE FOR CONFERENCE. SUGGEST DEPARTMENT CONTACT DIRECTLY 
TO INVITE AND ARRANGE ATTENDANCE. 

4. AT REQUEST OF DR. SERGIO ENRIQUE SILVA, PRESIDENT OF E. E. 
EQUIPAMENTOS ELETRONICOS, INVITATION TO ATTEND CONFERENCE AS 
SELF-FUNDED PARTICIPANT HAS BEEN EXTENDED TO DR. GERALDO MAYER, 
DIRECTOR OF THE COMPANY. 
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